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Standard Operating Procedure 
Hand Sanitation Stations 


Subject: Sanitation Stations for Medical Shelter Sites 


1. Introduction 


The purpose of this Standard Operating Procedure (SOP) is to provide guidance to 
Medical Shelter Site Management on setting up and managing Hand Sanitation 
Stations for staff and vendors at Medical Shelter sites. The Medical Shelter sites 
have existing vendor contracts coordinated via Brilliant Corners. 


2. Contacts 
The Sherman Hotel & The United Site Services (USS) 
Vagabond Motel Unitedsiteservices.com 
Angel Haro 


Brilliant Corners 
(323) 683-0013 


aharo@brilliantcorners.org 


3. Procedures 
e Determining Needs 
o The needs of a handwashing or sanitation station may be contingent upon 
the size and layout of each medical sheltering site. Minimum stations 
needed will be: 
e One at Intake 
e One at Donning/Doffing 


o Additional enhancements may be available. At The Sherman, an overhang 
was too low for the second hand washing station to be filled easily by the 


truck. Arranging for these stations to be on wheels allowed for simple 
relocating when tank needed to be refilled. 


e Sanitation Refill Schedule 
Refill schedule should be adjusted as needed based off of census and usage. 
Weekly servicing is a bare minimum with a recommended twice servicing / refill 
to be maintained during higher census times. 


